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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 282925 
ORIGIN EUR- 12 

INFO OCT-01 ISO-OO EA-10 GSA-02 DODE-OO OC-06 CCO-OO 
INR-07 /038 R 

DRAFTED BY EUR/RPM:MPSTRUTZEL 

APPROVED BY EUR/RPM : S JLEDOGAR 

EUR/RPM:JAFROEDEJR 

OSD/IS A/F.I IR :COT , AT .1 .F,N 

GSA/FPA:FACKERSON 

CEP/COORD CMTE:MPSTRUTZEL 

EUR/SOV:KBROWN 

F.I TR/CE:F.T ,AI TDF.RD AT ,F. 

EA/RA:MGELNER 
INR/DDR/PMT : WNENNO 

010143 301812Z/53 

PR 26013 1Z NOV 77 
FM SECSTATE WASHDC 
TO USMISSION USNATO PRIORITY 
INFO USDEL MC BRUSSELS 
USNMR SHAPE 
USLOSACLANT 
HQ USEUCOM/J-3 
HQ USLANTCOM/J-3 

CONFIDENTIAL STATE 282925 

CORRECTED COPY (LINE 2, SUBJECT OMITTED) 

E.O. 11652: GDS 

TAGS: NATO, MPOL 

SUBJECT: EXERCISE HILEX-8: REVISED HIGH-LEVEL EXERCISE 
PLANNING GROUP (HLEPG) WORKING PAPERS 

REFS: (A) USNATO 10540, 271 106Z OCT 77 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 282925 

(B) USNATO 10956, 041746ZNOV77 

WE FIND ALL WORKING PAPERS CITED IN REFTELS TO BE 
SATISFACTORY, WITH EXCEPTION OF ONE SUGGESTED 
CHANGE IN AC/287 (H8 )-WP/ 12: AS WE DO NOT LOCATE 
AN EARLIER REFERENCE TO FRG NOTE MENTIONED ON 
PAGE 56, WE PROPOSE THAT ONE BE ADDED. (A SOVIET NOTE 
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TO THE FRG IS DESCRIBED ON PAGE 31.) 

VANCE 

CONFIDENTIAL 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 -Jan-1 994 12:00:00 am 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: PAPERS, HILEX-8, MILITARY EXERCISES, MILITARY PLANS 

Control Number: n/a 
Copy: SINGLE 

Sent Date: 26-Nov-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE282925 

Document Source: CORE 

Document Unique ID: 00 

Drafter: MPSTRUTZEL 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Expiration: 

Film Number: D770452-0748 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771116/aaaaanmc.tel 

Line Count: 65 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6984521 1 -c288-dd1 1 -92da-001 cc4696bcc 

Office: ORIGIN EUR 

Original Classification: CONFIDENTIAL 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 77 USNATO 10540 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 30-Mar-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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Secure: OPEN 
Status: NATIVE 

Subject: EXERCISE HILEX-8: REVISED HIGH-LEVEL EXERCISE PLANNING GROUP (HLEPG) WORKING PAPERS 
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To: USNATO 
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